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<:ONF!DENTiAL 


RECORD OF TELEPHONE CONVERSATION 8 May 1957 

10:30 a.m. 


Captain Walker, USN, has requested that clearances be expedited 
for the following individuals whose names have already been submitted: 

Commander Ingham - 8, 

Captain Christie - 6. 

Commander Leonard - 13. 

Captain Sweeny - 20. 

Captain Gentry - 4. 

Captain Walker further requested that the name of Calahan (21.) be 
deleted and request for clearance withdrawn inasmuch as he is to be 
reassigned within next three or four weeks. 

In his place clearance is requested for Dr. H. W. Gilbert. (Final 
TS clearance granted 9/12/52 - date of PI 10/17/49 - full field investigation) 
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O "Se curity File 
1 cc - 

1 cc - KMB Chrono 
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NAVI PERSONNEL CLEARED FOR AQUATQNE 

Mams, Thomas M., Capt. 

Arnold, John D., Capt. 

Barnhart, Robert E., CDR 
Bergin, Charles K., Capt. 

Bromley, John R., Capt. 

Brown, Jacob H., ^.TJG 
Clifford, George M., Capt. 

Cooper, Clifford S., RADM 
Davis, William V., Jr., VADM 
Dietz, E. F., CMDR 
Donahue, Doyle G., Capt. 

Douglas, John W., LCDR 
Dowlen, Wayne L., LCDR 
Frost, L. H. ,/f ADM 
Gardiner, Matthias B., VADM 
Holcomb, John W., LCDR 
Johnson, John H. S., Capt. 

Johnson, Moore 

Klaveness, Francis A., Capt. 

Lane, Dwight A., Lt. 

Larsen, Julius, CDR 
Lee, Fitzhugh, RADM 
Palmer, Paulette G., (civ) 

Pennell, Jesse L., CDR 
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Radford, Arthur, ADM 
Radom, Stanley R. 

Rice, Robert H., RADM 
Roby, Forrest A., Capt. 

Royar, M. L., VADM 
Russell, James S,, RADM 
Spangler, Clarence, CDR 
Soucek, Victor H., Capt. 

Ward, Frank T., RADM 
Wells, John K., Capt. 

Whiteman, Stephen J., CDR 
Withington, F. S. 

McIntosh, Ellsworth L., Jr., CDR 
Sweeney, William E. , Capt. 

Weber, Bruce, Capt. 

Pickett, Marion 
Adm. Roscoe Good 
Garrison Norton 
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